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BOX AND CONTENT LIST 
Box 001: 

00001: Acupuncture 
00002: Airborne 

00003: Air Force: Medical Service, Air Crew Effectiveness, In flight Feeding, Altitude 

Chambers, Ejection Seats and Night Vision, Medical Laboratory, Protection of Flight 
Crew, Women's Medical Specialists Corps (Nurses), Office of the Surgeon General 

00004: Air Pollution 

00005: Ambulance 

00006: American Registry of Pathology, 1962, 1972 

00007: Amoebic Dysentery 

00008: Amputations 

00009: Anesthesia 

00010: Antibiotics - 1950 

00011: Aquatics (Man and Environment) 

00012: AFIP 
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00013: AFIP Awards 
00014: AFIP Bicentennial 
00015: AFIP Flag 

00016: AFIP, Scientific Illustration Division, 1978 

00017: AFMM 

00018: AFMM Acquisitions 

00019: AFMM Medical Museum Month 

00020: Army Medical Specialist Corps 

00021: Army, Medical Department 

00022: Army Medical Museum (Former Homes) 

00023: Army Nurse Corps 

00024: Atlas of Tumor Pathology 

00025: Arthritis 

00026: Atomic Bomb 

00027: Atomic Energy for Industry 

00028: Atomic Radiation 

00029: Autopsy 

00030: Bacteria 

00031: Barnes Plate 

00032: Bernaurd, Claude and Bernard Table 

00033: Billings, John Shaw 

00034: Birth 

00035: Bladder Tumors 

00036: Blood 

00037: Bloodletting 

00038: Bones 

00039: Bone Joints 

00040: Braddock, E. 

00041: Brain 

00042: Brinton 

00043: Burns, Treatment 

00044: Civil War Art 

00045: Circulation 

00046: Callendar, George R. 

00047: Carcinoma 

00048: Caricatures, Medical -Thomas Rowlandson 

00049: Cell 

00050: Chlorinator 

00051: Cornill, A.C. 

00052: Cranioplasty 

00053: Davis Collection 

00054: Dental 

00055: Dentures 

00056: Dickens 



00057: Drug Abuse 
00058: Endocrine System 
00059: Enteric Disease 

00060: Environment - Undersea; IVIan and Environment 

00061: Eye Exhibits 

00062: Filariasis, 1972 

00063: Firearm Injury, 1971 

00064: Food Poisoning, 1971 

00065: Forbus, Wiley D., 1977 

00066: Garfield Assassination, 1971 

00067: Gastroscope, 1975 

00068: Genetics 

00069: Goethe, 1949 

00070: Gorgas, 1950, 1954 

Box 002: 

00001: Halsted, 1952 

00002: Hearing Aids, 1951- 1952, 1966 - 1968 
00003: Heart-Lung Machine, 1968 
00004: Hepatitis 

00005: Herbs - 1956, 1959, 1967, 1974 
00006: Histopath Lab, 1971 
00007: Hope, S.S., 1973 

00008: Hospitals - Civil War, 1974, Revolutionary War, 1958-1959 

00009: Hospital Ships, US AF Airplane (Hospital), Hospital Train 

00010: Indian Collection Exhibit, 1971 

00011: Instruments, Medical, 1971-1972 

00012: Korean War, 1971 

00013: Lamb, Dr. Daniel Smith, 1971 

00014: Leeuwenhoek, 1971-1974 

00015: Leptospirosis/Hydraulic Resistance Exerciser 

00016: Library, Medical 

00017: Lincoln, Abraham, 1953, 1958, 1972, 1991 

00018: Macropathological Techniques, 1975 

00019: Malaria, 1952[?], 1967, 1971 

00020: Man and the Atom, 1948 

00021: Manikin, Female, Japanese, ca. 1960-1974 

00022: Marrow Aspiration 

00023: McDowell, Ephraim, 1955 

00024: Medallions, 1972-1976 

00025: Medical Illustrations, 1971-1972 

00026: Medical Pioneers, 1954 

00027: Medicine Chests, 1959-1972 
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00028: Mercury Poison, 1971-1975 
00029: Microscopes, 1966-1988 
00030: Microsections - Stains, 1972 
00031: Microtomes, 1960, 1961, 1974 
00032: Nazi 

00033: Neuropathology, 1964-1968, 1971 

00034: Nurse, 1972, 1952 

00035: Obstetrical Instruments, 1971 

00036: Operating Table, 1959 

00037: Ophthalmology, 1952, 1971, 1948 

00038: Ophthalmoscope, 1966-1968 1971 

00039: Osteotome 

00040: Otis, 1971 

Box 003: 

00001: Paleopathology, 1974 

00002: Pap Smear, 1971 

00003: Pathology, Forensic and History of, 1971 

00004: Photography, Medica 

00005: Physicians, Black, 1975, 1972 

00006: Plastics, Mounting of Specimens, 1950 

00007: Postmortem Exhibit, 1978, 1971 

00008: Pregnancy, 1958 

00009: Preventive Medicine 

00010: Prostate, Carcinoma 

00011: Psychiatry in Operation Deepfreeze, 1958 

00012: Radiation 

00013: Radiology, X-ray Development, 1971, 1958, 1953 

00014: Railroad Ambulances 

00015: Records, Medical, 1975 

00016: Reed, Walter, 1952-53, 1967, 1971 

00017: Reproduction, 1972, 1975 

00018: Revolutionary War Medicine, 1975 

00019: Research, Medical 

00020: RNA 

00021: Russell, Frederick F., 1967, 1971 
00022: Scarificators, 1959 
00023: Schweitzer, Albert, 1955, 1958 
00024: Shrunken Head 
00025: Sickle Cell, 1972-1975 
00026: Silliphant, 1972 
00027: Skeletal System, 1960 
00028: Small Arms, 1971 



00029: Smetana, Hans F. 1976 
00030: Smoking, 1971-1975 
00031: Social Work, Army 
00032: Splints 
00033: Statistics, Medical 
00034: Stethoscopes, 1967, 1971 
00035: Stones, 1951 
00036: Stroke, 1972 

00037: Superstition, 1951, 1952, 1954, 1958, 1968, 1971, 1972, 1976 

00038: Surgical Instruments, 1968, 1971 

00039: Syringes, 1967, 1971 

00040: Tattooed Torso, 1959 

00041: Training Aids 

00042: Trauma, 1971 

00043: Trephining Instruments 

00044: Tropical Disease 

00045: Tuberculosis, 1966, 1972 

00046: Tumors; Heart, Bladder, 1967 

00047: Typhus 

00048: Ureterotomy, Urology 

00049: Urological Instruments, 1955, 1956 

00050: Vaccination, 1953 

00051: Venereal Disease, 1971 

00052: Veterinary, ca. 1971-1972 

00053: Vietnam War, 1978, 1971, 1967-68 

00054: Weapons 

00055: Women in Medicine, 1977, 1958 

00056: Women's Medical Specialist Corps 

00057: Woodward, 1972 

00058: WWI, 1971 

00059: WWII 

00060: Wound Ballistics 
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